Automatic wake-up calls 


You can use your telephone, like an alarm clock, to wake you up. Use the 
Wake Up key and the dial pad to enter the time you want to be awakened. When 
your wake-up time arrives, your phone will ring. When you answer, you will hear 
music followed by a recorded wake-up announcement. 


Things you should know: 

— When entering the time, use 24-hour format (815 for 8:15 am, 1330 for 1:30 pm). 
— The time is rounded down in 5-minute increments (0818 becomes 0815). 

— You must request a new wake up call each day. 


— The indicator beside the Wake Up key shows the status of your wake up request: 


Off = no wake up request 
On = wake up request accepted 
Flashing = wake up request in progress (see Note) 





Request a wake up time: 
1 Press Wake Up. The indicator flashes. 
2 Dial the wake up time in 24-hour format. The indicator continues flashing. 
3 Press Wake Up to activate the wake up call. The indicator is on. 
Note: |f the time you enter is invalid, the indicator will continue flashing and 
an error tone can be heard through the speaker. Press RIs or 
Wake Up to abort. 
If the time entered is valid but you still receive error tone, the system 
cannot accept any more wake-up requests for this time interval. 
Press RIs or Wake Up and begin again. At step 2, enter a different time, 


five minutes before or after the time of your original request. 


To change your wake up time, use the same procedure. At step 2, enter 
the new time. 





Cancel a wake up request: 
1 Press Wake Up. The indicator flashes. 
2 Dial#. The indicator is still flashing. 


3 Press Wake Up to accept the cancellation. The indicator goes off. 


Automatic wake-up calls 


For telephones with Display 


If your telephone has a Display, it can help you set your wake-up time. 

Use the procedures on the other side of this card to request a wake-up call or 

to cancel a wake-up call request. When you press Wake Up on your telephone 
for the first time, the Display shows the time of your wake-up call in 24-hour format 
(07 35 for 7:35 am, 13 00 for 1:00 pm). 


No wake-up request 


Wake-up request for 7:35 am 


To request or check wake-up time: 


1 Press Wake Up. The Display 
shows the current wake-up time 


(if any). 

2 To enter or change the wake-up time, 
dial the new time. The Display shows 08 15-820 
each number as you dial it. 


3 Press Wake Up to activate the wake-up call. 





If the system cannot accept any more requests for this time interval: 


The indicator is flashing. The Display suggests an alternate 
time interval (— — — — indicates the system could not find an alternate time). 


1 If the alternate time is acceptable, 


press Wake Up. -08 15 08 10 


| 


2 To choose a different time, dial the (alternate time) 
new time. The Display shows the 
time interval that is full, the alternate -08 15 08 10 820 


time interval and your new entry. 





3 Press Wake Up to activate the new (new entry) 


wake-up time. The Display goes idle. 
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